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WATERING. 

■““The water bowl receptacle in the i tiger endosune was broiwn and the animals had no drinking water, 
“ '"’Water must be proirided es Ql1*9n ae negessarv for the health and eorntpri o1 the animal. 

’""To be oorrecled ImmedlatGly. 


’’"An exit mlerview was conducted wilb Ibe lacilily reprasenlaliva. 
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